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15 SEP 1981 


MEMORANDUM FOR: Chief, Procurement Division, OL 


FROM: ef 
Chief, Buiiding Planning Staff, OL 
SUBJECT: REP-IC-28-81P 


ercrnce; = LT 


1. The referenced proposal for the conduct of a - 
Utilities Alternative Study has been technically evaluated 
and found acceptable. i 


2. The technical approach is compliant with the scope 
of work, project personnel possess the appropriate blend of 
academic training and experience required for this task, and 
the six month delivery schedule is satisfactory. 25X1 


3, It is recommended that a contract be negotiated 
with for performance of the Utilities Alternative Study. 
There 15 no requirement to_incorporate the optional tasks 
offered by the proposal. 4 


25xX1 


cc: C/RECD/OL 


Distribution: 
Orig - C/PD/OL 
A”- OL/BPS Subject 
1 - OL/BPS Chrono 
1 - OL Reader 
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